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-9203230118 Application for amend to license  13-10455-01 .authorizing addition of
Texas Nuclear Model 5196 source holder containing 50 mCi Cs-137.Fee paid
UHDE.J.L General Electric Co. 03676, 80/07/30. PETTIJOHN.S.L Region 3 (Post
820201). 1p. 61081:197-61081:197.

-9203230121 Remits fee for 800730 application for amend to License 13-10455-01.
UHDE.J.L General Electric Co. 80/08/29. PETTIJOHN.S.L. Region 3 (Post 820201).
1 p. 61081:198-61081:198.

-9203230123 Application for amend to license 13-10455-01,authorizing R Vavra,D Phil-
leo or R Shelton as users.Fee paid.

UHDE.J.L General Electric Co. 05393. 81/09/16. PETTIJOHN.S.L Region 3 (Post
820201). 1p. 61081:199-61081:199.

-9203230203 Application for amend to license 13-10455-01 .authorizing possession &
use of Texas Nuclear Model 5196.5178 source holders & Ohmart devices containinq
Cs-137.Fee paid.

UHDE.J.L General Electric Co. 06705. 82/07/30. PETTIJOHN.S.L. Region 3 (Post
820201). 1 p. 61081:200-61081:200.

-9203230207 Application for amend to license 13-10455-01 .authorizing possession &
use of Co-60 in Ohmart Corp device.

UHDE.J.L General Electric Co. 07261. 82/12/14. KEPPLER.J.G. Region 3 (Post
820201). 1 p. 61081:201 -61081:201.

-9203230210 Application for amend.renewing license 13-10455-01.
UHDE.J.L  General  Electric  Co.  75045.  83/05/27.  MALLETT.B.  Region  3   (Post
820201). 1p. 61081:202-61081:202.

-9203230214 Application for amend to license 13-10455-01 .authorizing possession &
use of 100 mCi Cs-137 in Texas Nuclear Model 5201 density gauge.
UHDE.J.L General Electric Co. 75293. 83/07/15. HOLT.BJ. Region 3 (Post 820201).
1p. 61081:203-61081:203.

-9203230219 Advises of addition of three radioactive sources in Valox Resin III plant
that contained Co-60 in Berthold sealed sources.

UHDE.J. General Electric Co. 84/05/10. HOLT.BJ. Region 3 (Post 820201). 4pp.
61081:204-61081:207.

-9203230228 Forwards Amend 28.renewing license 13-10455-01.
PELKE.PJ. Region 3 (Post 820201). 89/02/03. UHDE.J.L General Electric Co. 2pp.
61081:266-61081:267.

-9203230233 Ack receipt of application for renewal of license 13-10455-01.
WHISTON.PJ. Region 3 (Post 820201). 385493. 88/06/16. UHDE.J. General Electric
Co. 2pp. 61081:268-61081:269.

-9203230236 Application for amend.renewing license 13-10455-01.
UHDE.J.L General  Electric Co.  85493.  88/04/20.  Region 3 (Post 820201).  1p.
61081:270-61081:270.

-9203230305 Returns licensee fee due to failure to locate application.
JACKSON.G. License Fee Management Branch (Pre 861124). 84979. 87/12/14.
ANDERSON.P. General Electric Co. 2pp. 61081:274-61081:275.

-9203230309 Forwards Amend 27 to License 13-10455-01.

MADERA.J.R. Region 3 (Post 820201). 88/08/22. UHDE.J. General Electric Co. 2pp.
61081:276-61081:277.

-9203230319 Insp Rept 30-04383/85-01 on 851211 & 13.Noncornpliance noted. Major
areas inspected:operations.
KUNOWSKI.M. Region 3 (Post 820201). 85/12/20. 11pp. 61081:293-61081:303.

-9203240001 Forwards Amend 1 to License 34-00499-12.

MADERA.J.R. Region 3 (Post 820201). 89/08/02. ENGEL.J.D. General Electric Co.
2pp. 61081:306-61081:307.

-9203240002 Ack receipt of application for renewal of License 34-00499-12.
WHISTON.P.J. Region 3 (Post 820201). 384622. 88/01/28. ENGEL.J.D. General Elec-
tric Co. 1 p. 61081:308-61081:308.

-9203240003 Forwards application for renewal of License 34-00499-12.
ENGELJ.D. General Electric Co. 84622. 87/12/18. Region 3 (Post 820201).  1p.
61081:309-61081:309.

-9203240005 Application for amend.renewing license 34-00499-12.
ENGELJ.D. General Electric Co. 84622. 87/12/18. 5pp. 61081:310-61081:314.

-9203240006 Forwards corrected copy of Amend 1 to License 34-00499-12. W/o encl.
MADERA.J.R. Region 3 (Post 820201). 89/11/03. ENGEL.J.D. General Electric Co.
1 p. 61081:315-61081:315.

-9203240011 Forwards application for license to permit electrical testing on electronic
control devices previously irradiated at US Army facility.

ENGELJ.D. General Electric Co. 1332. 82/12/10. Office of Nuclear Material Safety &
Safeguards. 2pp. 61081:317-61081:318.

-9203240014 Application for license.authorizing possession & use of 10 mCi any by-
product matl w/Atomic Numbers 3-83.Fee paid.
ENGELJ.D. General Electric Co. 13322. 82/12/10. 7pp. 61081:319-61081:325.

-9203240017 Responds to 830125 request for add! info re application for license.No
loose surface contamination will exist on irradiated electronic control sys.
ENGELJ.D. General Electric Co. 13322. 83/02/09. Region 3 (Post 820201). 2pp.
61081:326-61081:327.                                                                          i

-9203240023 Insp Repts 30-20083/84-01 & 40-0659/84-01 on 840416-17. Noncompli-
ance noted.Major areas inspected:!icensed programs.

LASUK.S.R. Region 3 (Post 820201). 40-0659/84-01. 84/05/01. 15pp. 61081:328-
61081:342.

9203040343 FOIA request for documents re NUREG-0902,Apr 1982, NUREG-1199,Jan
1988.NUREG-1200.Jan 1988,NUREG-1300,Apr 1987, Reg Guide 4.18,Reg Guide 4.19
& performance objectives for LLRW disposal facilities re site selection (2).
PELAN.E.G. Affiliation Not Assigned. 91/07/08. Division of Freedom of Information &
Publications Services (Post 890205). 1 p. 60808:174-60808:174.

9203040346 Final response to FOIA request for documents re NUREG-0902 Apr
1982,NUREG-1199,Jan 1988.NUREG-1200 Rev I.Jan 1988 & NUREG-1300 for Apr
1987.Forwards App A documents.

PHILIPS.J.S.  Division  of  Freedom  of Information &  Publications Services  (Post
890205). 91/08/07. PELAN.E.G. Affiliation Not Assigned. 4pp. 60808:175-60808:276.

9203040362 Final response to FOIA request for documents re plantApp J documents
already available in PDR.App K records encl & being made available in PDR.App L
records partially withheld & app M withheld in entirety (ref FOIA examption 5).
PHI LIPS, J. Division of Freedom of Information & Publications Services (Post 890205).
91/08/09. JONES.B.W. Akin, Gump. Strauss. Hauer & Feld (formerly Akin, Gump.
Hauer & Feld). 6pp. 60839:132-60839:160.

-8910050179 Forwards evaluation concluding that inadequate preventive maint on
emergency & essential lighting sys caused dark conditions & proposed corrective
action measures acceptable.

ROSA.F. Electrical Systems Branch. TAG 73592. 89/09/18. KNIGHTON.G.W. Project
Directorate V. 8pp. 60839:152-60839:160.

-9203040366 Forwards draft proposed info notice, "Adequacy of Emergency & Essen-
tial Lighting." Recommends info notice be issued.

DYER.J.E. Project Directorate V. 90/09/05, BERLINGER.C.H. Generic Communica-
tions Branch. 3pp. 60839:147-60839:149.

-9203040370 Discusses Region V 890626 request that NRR review adequacy of cur-
rent regulations re emergency lighting.Current NRC emergency lighting guidance
listed.

CHAN.T. NRC - No Detailed Affiliation Given. 90/06/22. CRUTCHFIELD.D. NRC - No
Detailed Affiliation Given. 2pp. 60839:150-60839:151.

9203040379 FOIA request for documents re McGean-Roho.Inc & Chemetron Corp.
MITCHELL,W. Armstrong, Gordon, Mitchell & Damiani. 91/07/01. Division of Freedom
of Information & Publications Services (Post 890205). 6pp. 60808:277-60808:282.

9203040380  Partial response to FOIA request for documents re McGean-Roho.Inc &
Chemetron Corp.Forwards App A documents. App A documents available in PDR.
PHILIP.J.D. Division of Freedom of Information & Publications Services (Post 890205).
91/08/09. MITCHELL,W. Armstrong, Gordon, Mitchell & Damiani. 4pp. 60808:283-
60809:010.

-9103260191 Responds to 910128 Itr re violations noted in Insp Rept 40-08724/91-
01 .Corrective actions:Chemetron took direct responsibility for site & changed organiza-
tional structure re contractors rept to company.

LEDERMAN.M.G. Chemetron Corp. 91/02/28. GROBE.J.A. Region 3 (Post 820201).
3pp. 60808:287-60808:331.

-9203040381 Discusses 850410 meeting w/J Lusher re status of Chemetron Corp de-
contamination activities.

SLAWINSKI.WJ. Region 3 (Post 820201). 85/04/23. Region 3 (Post 820201). 1p.
60808:332-60809:010.

9203050233 Responds to 910114 Itr appealing DH Grimsley 910920 response to FOIA
request for documents re design & const of facility. Appeal partially granted & partially
denied.Documents listed in App A encl & being made available in PDR.
THOMPSON.H.L. Dep Exec Dir for Nuc Matls Safety.Safeguards & Operations Sup-
port (Post 890205). 91/08/02. PERSON.J.C. Newman & Holtzinger. 4pp. 60815:110-
60815:181.

-9203060122 Partially deleted memo forwarding proposed enforcement action involving
imposition of civil penalty for violation noted in NOV & proposed imposition of civil
penalty issued on 830426.

HOLODY.D.J. Region 1 (Post 820201). 83/08/04. AXELRAD.J. Ofc of Inspection &
Enforcement, Director (820201-870413). 10pp. 60815:114-60815:123.

-9203060129 Partially deleted memo forwarding proposed enforcement action for viola-
tions at facility involving degradation of containment integrity & failure to adequately
test closure time for isolation valve on condensate return line of 1C.
HOLODY.D.J. Region 1 (Post 820201). 83/12/14. AXELRAD.J. Ofc of Inspection &
Enforcement, Director (820201-870413). 8pp. 60815:124-60815:181.

-9203060122 Partially deleted memo forwarding proposed enforcement action involving
imposition of civil penalty for violation noted in NOV & proposed imposition of civil
penalty issued on 830426.

HOLODY.D.J. Region 1 (Post 820201). 83/08/04. AXELRAD.J. Ofc of Inspection &
Enforcement, Director (820201-870413). 10pp. 60815:114-60815:123.

-9203060129 Partially deleted memo forwarding proposed enforcement action for viola-
tions at facility involving degradation of containment integrity & failure to adequately
test closure time for isolation valve on condensate return line of 1C.
HOLODY.D.J. Region 1 (Post 820201). 83/12/14. AXELRAD.J. Ofc of Inspection &
Enforcement, Director (820201-870413). 8pp. 60815:124-60815:181.

9203050295 FOIA request for documents re procurement insps training manual.
WILLIAMS.O.G. JRA Associates. OGW-91-094. 91/07/25. GRIMSLEY.D.H. Division of
Freedom of Information & Publications Services (Post 890205).  1p.  60841:001-
60841:001.

9203050296  Final response to FOIA request for procurement insps training manual.App
A records encl & being made available in PDR.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/08/19. WlLLIAMS,O.G. JRA Associates. 2pp. 60841:002-60841:361.

-9203050300 Manual, "Procurement of Replacement Nuclear Parts & Components.1'
* Technical Seminars. Inc. 91 /08/19. 357pp. 60841:004-60841:361.

9203050306 Partial response to FOIA request for documents.App A documents encl &
being made available in PDR.App B records partially withheld (ref FOIA exemptions
5,6 & 7(F)).App C records completely withheld (ref FOIA exemption 5).
GRIMSLEY.D.H, Division of Freedom of Information & Publications Services (Post
890205). 91/08/19. SLEEK.S. Jack Anderson, Syndicated Columnist. 5pp. 60842:001-
60842:272.

-9203050307 Forwards revs to FY90 financial plan & advice of allotment, per discus-
sions during 900831 meeting.

EVANS.J.D. Office of the Controller (Post 890205), 90/09/28. WILLIAMS.D.C. Office
of the Inspector General (Post 890417). 43pp. 60842:006-60842:049.00499-1 2,No violations
